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[Abstract:] In answer to Director’s letter of 3 — gives amt. of gold dollars coined in 1856... 


Mint of the United States at Philadelphia, Pa. 
Coiner’s Department, 
April 5, 1889 


Hon. Daniel M. Fox 
Superintendent 


Sir: 


Referring to the Director’s letter of 3rd inst. relative to the Coinage of gold dollars of 
1856. I have the honor to state that upon comparison with the books the amounts stated in the 
Directors letter for the Ist, 2nd & 3rd, quarters & month of Nov. & Dec. a total of 1,443,168 
piece were correct. 


For the month of October of that year 319,768 pieces were coined making a grand total of 
1,762,936 Gold Dollars delivered to the Treasurer for the calendar year 1856. 


Very Respectfully Yours 
WSS. Steel 
Coiner. 


